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Pulse Sequence: COSY 

Solvent: CDC13 
Ambient temperature 
Pile: COSY 

Mercury-300 "mtl-nmrOZ" 

PULSE SEQUENCE: COSY 
Relax, delay 1.000 Sec 
Acq, time t.171 sec 
Width 2997.6 Hz 
2D Width 2997.6 HZ 
2 repetitions 
12B increments 

OBSERVE HI, 29S.7976G72 MHz 

DATA PROCESSING 
sq. sine bell o.bss sec 
FI DATA PROCESSING 
Sq. sine bell 0.043 sec 
FT size 1024 x 1024 
Total time 6 min, S3 sec 




• • 


Source: https://www.industrydocuments.ucsf.edu/docs/zknx0001 
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19/Apr/O 2 


Pulse Sequence: COSY 

Solvent i C0C13 
Ambient temperature 
file: COSV 

Mercury-300 H mtl-ntnr02" 

PULSE SEQUENCE: COSY 
Relax, delay 1,000 sec 
Acq, time 0,17i see 
Width 2997,6 Hz 
2D Width 2997.B Hz 
2 repetitions 
128 Increments 

OBSERVE HI , 299,7976672 MHz 
DATA PROCESSING 
Sq. slno' hell 0.085 sec 
FI DATA PROCESSING 
Sq. sine bel1 0.043 sec 
FT size 1024 X 1024 
Total time 6 min, 39 sec 




Source: https://www.industrydocuments.ucsf.edu/docs/zknx0001 
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19/Apr/OZ 


Pulse Sequence: COSY 
Solvent: CDC13 
Ambient temperature 
file: COSY 

Mercery-300 "inti-linn 02" 

pulse sequence: cosy 
R elax, delay 1.000 sec 
Acq . t lire 0.171 sec 
Vlflth 2997.6 Hz 
20 Width 2997.C Hz 
2 repetitions 
123 Increments 

OBSERVE HI, 299.7976672 MHz 
DATA PROCESSING 
Sq. sine bell 0.085 sec 
FI OATA PROCESSING 
Sq. sine bell 0.043 sec 
FT size 1021 X 1024 
Total time 6 min, 39 sec 





Source: https://www.industrydocuments.ucsf.edu/docs/zknx0001 







